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SUBJ: GE REACTOR PROPOSAL TO ROK 

REF: SEOUL 5397 

1. GE REPS SFIKAS (TOKYO) AND HOEFMAN (US) WHO BRIEEED ERDA TOKYO 
SCIREP ON JULY 14, 15 VISIT TO ROK (REETEL) REGISTERED CONCERN 
ABOUT CONSTRAINTS IMPOSED BY DEPT UPON GE IN DISCUSSIONS OF FUEL 
CYCLE MATTERS WITH ROK. REPS STATED THAT DEPT TURNED DOWN REQUEST 
EOR KARL COHN AND JOHN VAN HOOMISEN TO DISCUSS ENRICHMENT AND RE- 
PROCESSING RESPECTIVELY WITH BRAZILIANS PRIOR TO ERENCH AND GER- 
MAN DISCUSSIONS AND ARE CONCERNED THAT SAME THING WILL HAPPEN IN 
KOREA. 

2. GE WANTS TO CONSIDER FUEL EABRICATION AND SPENT FUEL REPROCES- 
SING AS TWO POTENTIAL LICENSING RELATIONSHIPS. GE POINTS OUT THAT 
THE ERENCH AND GERMAN REACTOR TECHNOLOGY UNDER CONSIDERATION IS, 
IN REALITY, US TECHNOLOGY. 

3. PHASE I PACIFIC BASIN STUDY CONDUCTED JOINTLY BY GE AND JAPA- 
NESE (TRADING COMPANIES PLUS HITACHI AND TOSHIBA) WAS DISCONTIN- 
UED WHEN MORRIS PLANT DROPPED. 
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